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CAi4PAIG-ITS  BSPORT  ImO..  3^ 
Deceniber  1,  19^3^ 


-SUPFLISS  AlE  THAl-TSPORTATIOI? 


Suliject 


Dairy  field'  meetings  ~  "backgrowid  pieces 
on  availalDility  of  supplies  and  equipment 

Order  copper  sulphate  early 

Calendar  of  farm  structures,  repair 
December  thro^ogh  March. 

Rationing  of  well  casing. 

Parm  transportation  "background  piece 

3  Speeches  for  Chicago  meetings  (good 
background  on  farm  mchinery,  structures 
and  equipment) 

Farm  Flashes; 

Sh^are  Electric  Equipment 
Schools  Build  Slectric. Equipment 
Facts  on  Replacement  Parts 
Fertilizer  Outlook  Improved:;.-..  ■ 
Order  Insecticides  Early 
Improvement  in  Ammonium  Nitrate 

FA  and  IITS;  ■ 

Check  Machinery  Farts 

Netv/oik  Broadcasts; 

Dec.  7»  Blue,  Farm  and  Home 

"How  Much  ITew  Farm  i%chinery?" 

J.Vf.  Mil  lard,. 'vvTA,  and  .Wallace  Kadderly 


Assigned.-. 


F.  E.  Charles  . 
F.  E.  Charles-.-. 


■  status  ■  

■  -.Finished 

Cleared 
•  Completed 

In  clearance 
Cleared 


F.  S.  Charles,  Vs'ritten 

et      .  ...... 


HartogensiSv  HSA  Cleared 
Hartogensis ,  E3A  . Cleared 
Reynolds,  01 
Reynolds,  01 
Brij^s,  FDA 
Reynolds,  01 


Cleared 
Cleared 
In  clea.rance 
In  clearance 


Reynolds,  01 


Cleared . 


F.  E.  Charles,' 01  In  preparation 


PRODUCTION  GOALS  a^-PAISN 


Press 


U.  S.  Potato  Seed  Test  Shows  Ifhole  Ones  Best 
(for  Clip  Sheet)  BPia^lE 


-LI  BR  A  R  Y 

CURRENT  SERIAL  RECORD 

MAY  2  7  1944 

Ij.  S.  BcPAi?T.M£NT  OF  AS^KJULTURE 


Soybean  Fitted  to  Farm  and  Farmer  to 
Soybean  (for  Clip  Sheet) 


BFiaAE 


Cleared 


Cleared 


-  2 


ect 


Assigned 


Status 


Hot  Dogi  (a 'new  kind  of  cotton  press 
dog  for  cotton  gins,  (for  Clip  Sheet) 

Great  Plains  Elms  May  Improve  as  a 
Hes^jLlt  of  ^Vveather  Damage. i 

Heavea  HylD rids'' Promise ^"Mss'  Blight, 
More  Rabt)er(for  Clip  Sheet) 


o-Foint  Milk  Production  Program  for  15^1 

Ls.rd.  as  Coating  for  Frozen  Meat. 

Advancements  in  animal  science  reported 
iDy  BAI  . 

Bovine  "bracollosis  yielding  to  control 
measures.. 

Article  "by  Secretary  f»r  Extension  Service 
Heview. 


BPISAE 
BPISAE 
BPISAE;--  : 
BDI 

Burch,  ASA 
Barch,  AHA' 

Burch,  ARA 

Hall,  AAA 


Article  f tr.  dairy  iiandbook  on  fertilizer  and 

lime.       ^  ^'  Enerson,  AAA-' 


Protein  meal  -press  release  ' 

Press  release  anriouncir^'-  results  of 
Burley  ,tolDacco  referendum- '  •  ' ' 


Emerson,  AAA 
Stewart,  AAA. 


Transmittal  memorandum  of  the  Pood  Production 

Goals  Kit  for  Northeast  Hill,  AAA 

Story  on  agricultural  conservation  program 

for  Mississippi  Thompson,  AAA 


Agricijlture  in  Action 

Digest  of  Poibljer  Directors  Report  for 
a>&:ri c^al  tioral  hand"book . 


Heinen,  AAA 
Arseson,  AAA 


Cleared 


In  clearance 


Issued 


In  "pre-oaration 


Iri"  pr  epara  t  i  on 


In  preparation 


Out' 


In  clearance 


Out 


In  clearance 


Out 


K3ut' 


Out 


In  -oreioaration 


-  3  - 

Siioject  '       "  Assigned   Statrjs 


BADIO  •  ■    ■  ■  •  : ..  ..  ,  _  -jr:-^.-...  ' 

.-."farmers.  Benefit  on  l^ew  Protein  Meal^Order"      .^'t    f!'^;       '  '  '  ^-\*r-^- 
for  Eadio  Service  Memorandum  to  Farm  Pro'gram  "       ■  -•■  ■ 

Directors,  November  27,  19^3  Heinen,  AAA.  Oat 

Tv/o  transcriptions  of  A.W.  Manchester        ;  .  , 

for  use  •>[ovember  25,  December- 2,  '      '-"-^ "'^'^  '  ^--'^         •  - 

xJew  England  Hadio  Hews  Service,  Soston.       Hill,  AAA  Out  '^  -^- 

Farm  ■Flasnes :  • 

Spic  Cattle  Health  Victory 
Save  Soyhean  Seed 
Ord-er  Soyhean  Seed  nov/ 
Producing  More  Beef 
G-ood  iveighhor  Farmers 
Fewer  Idle  Acfes  _ ..  ... 

PA  and'  TITS; .' 

Small  Farm  Hits  Food  Peak 

s    *  ...... 

Cattle  Health  Victory 
A-Av/ard-s  to  Com  ties 

M'T^/'/OBK  BHOAPg^STS: 

Dec.  6,  Blue,  Farm  and  Home 
"¥e  Need  Balanced  Poultry  Prodi^ction" 
Joseph  W.  Kinghome,  FDAjand  ,, 
Wallace  Kadderly. 

Dec.  8,  Blue,  Farm  and  Home 
''Agricultural  Heesarch  in  19^3" 
Sugene  •  G,. ,  Auchter ,,•  -tiPA-  ■ 

......       .  ....  -lOSITIOH  iiND  IiIPT^THIAL  FEIEDIIT&  tlM^AIQ^T     "^y-r^ -'^ 

MGAZIInIES  &  PBFSS; 

Material  for  OWI  F^ct  Sheet 'on  Industrial-  Perry        ^  In  preparation 

F.eedin^,.  .      ......      .  ..  -         .  .  ... 

I^terial  on  Inplant  Feeding  to  J^e  Ead's'  " 'iTichols  Finished  '"/': 

f  or  AF  Sunday  Feature  Perry  - 

Bequests  on  LOOK  offers  of  V/artime-      '  ' 

Nutrition  .t^uide  approach  3QO0         •.  .......  .. 

MiacFadden  Puhlicatitn  requested  glossie's  '  "'     •■  \ 

•"U.S.  Needs  Us  Str#rig. " -       •  ^'  '   '    -  -'^ 


Burch,  BAI- 
Reynolds ,  01; . 
•EeynoldSy  OL' 
Rowej  FS 
Fox,  FSA 
FQx,,Fa^,,.-,.  ,.. 


""  Cleared'  .  .., 

"■  '  In  clearance 
In  preparation 


lox,-  FSA;  . 
EemdohV  01 
Cohan,  FDA 
Fox-,  F^.... 


Cleared  . 

Cle^^red 
' ' '  in  prepa.ra t ion 
•  ,...I;i  preparation 


Bums  ,"'FDA' 


In  preparation 


Hajnhidge,  AHA        In  preparation 


Subject 


Assigned 


Status 


Statement  on  l^bya  charts  to  educational, 
home  economics,  women's  cIuIds  journals.  - 

RADIO; 

Federal  Food  Reporter;  Good  Ihtil  the  ., 

Last  Peel.  ^-J^^  » il '  Hoffman.-:: 

Vitamins  for  Victory; 

"Canned  G-rapefruit  Juicef.-J:.;  ..-.I'.v 
"  Scho 0 1  Lunche  s "  "     . ■  r :  ■; 

"Be  Saucy  About  It"  ,  -  ^ 
"Gremlins  Bother  the  Gook,::'i5^op"  ;  : 
"Oys-ters"  ^ 


■■:Davis  ,..:BHl^.;;-;v.::.'"-,  -In-.-preparatioia 


Hagen 


Home  Service  Daily;  Our  Saving  Food  Habits. 

Home  Front  I'^atinee:  "Lucky  Seven" 

Farm  and  Home  Hour ,  Blue^^  "Using- 
Soya  with  Eggs."  ^ 

Preparation  of  soybeans  and  soybean 
products  in  the  home,    (Speech  to  be 
presented  at  meeting  of  Inter-Departmental 
Nutrition  Coordinating  Qompaittee.) 


Graubard 
Hoffman 


inished: 


Finished  '  ■■• 


Finished• 
Finished 


Van  Deman v-^-     3&v>-  26 

*>  ■■* 

Kirlcpatrick,  BI& 


FOOD  CONSSHVaTIOIT  CAivieAIGlT' 


Press*       ,■■  jj-j.^  •;■ 

If  milk  turns  sour — for  Food  and  Home 
Notes, 


Davis,  BENHE' 


Nov.  ■"27 


Left-over  vegetables  are- 
for  Food  and  Home  Notes. 


mixers 


Davis, 'BHNHE' 


In  preparation 


-c^^•v:m.^:r•  ■  -        HOI-g]  FOOD  -  PRSSSRVATION^  CAI^AIG^^;^„,o  .h;?!  ,;        ■  ..; 

Statem.ent  on  Safety  in  Home  Canning  Davis,  BHNHS  In  preparation 

for  OVJi.  Magazine  ¥ar  Guide ,  i^iarch-April .  ■•  ■  ■ 

I9U4  issue,  ,  ,.,  : 

FARM  LABOR  CAIC^AIGlv:  r  ■ 

Last  of  Regional  Farm  Labor  V/orkshop  Meetings  being  held  in  Richmond,  Thursday, 
Friday,  and  Saturday  of  this  week.    Follovdng  tha.t,  ^with^suggestions  from-  the 
States,  detailed  p^ans  for  Farm  Labor  Program  for  next .yefr' will  be  rnai^.e*. 


Subject 


Assigned 


Status 


Farm  and  Home  Hour 


Dec.  IC,  Blue 

Post-War  Agriculture,  #1 

'^'hy  Agriculture  Must  Plan  Nov/" 

Secretary  Wickard 

Speech  for  Secretary  -  "The  Perso^jael 
Workers  Role  in  *war  and  Post~V/ar 
ii.gr  i  culture" 

PII3LIG^TICNS 


Hall,  AAA 


Hall,  AAA 


In  preparation 


Nation's  iigricult^ire 
GomrrruLiity  Post-^var  Planning 


He^/TLclds,  01 


In  r)reparation  for 
Jan.  issue 


USDa  —  Ag^icult^ore  Looks  Ahead 

Letter  to  Parm  Pac.io  Editors — Post-War 
Planning;  ^riculture  I'^hen  the  ''^ar  Snds, 


Millson,  jiAE 


Bond,  01 


In  clearance 

Couplet ed 
Listriouted 


Letter  to  Ej.itcrs  of  Parm  :%gazines — 
Agriculture  When  the  Wa.r  Ends. 
Parrner  and  v/ar  No.  1 — Land  Values 
Post-V/ar  Flans  No.  3 — ■Berfiand  for  Farm 
Products  Lei^ends  on  City. 


Wing,  01 


Completed 
•^istrib-:ited 


I4^r]reting  Activities  Reports 
Post-V;ar  Planning: 
the  War  Ends. 


ri culture  When 


Podolsk:/,  PDA 


Completed 
Distrrouted 


FOOD  FIGHTS  FOR  FR3EDCH  C^-R^I GiT 


VitaiTiins  for  Victory: 
Three  Price  Ceilings. 


Plagen,  FDA 


Finished 


